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Citrus Fruits

defined by the statute of 1901 and known as the "Statute
Inch" is equivalent to a stream flowing freely through
an opening one inch square under a pressure head of six
inches on the center of the opening. This flow is equiva-
lent to one-fortieth of a cubic foot per second or eleven
and one-fourth gallons per minute. All contracts for
water should specify the miner's inch to be used.

SOURCES  AND  COST  OF WATER
Water for citrus orchards is secured by diversion from
flowing streams, by pumping from reservoirs in under-
ground gravel beds, and from artesian wells. The best
water rights are old and well established claims to stated
quantities of water from streams which are fed the year
round by melting snows of high mountains. The right
to a water supply pumped from wells is good provided
the land to be irrigated overlies the underground reser-
voir, the owner of such land having an equal right with
other overlying land owners. In cases where the surface
of the ground immediately over the reservoir is not suited
to cultivation the water may be transported for use upon
any land within the same natural drainage area. The
right to transport water from one natural drainage area
into another for irrigation purposes is questionable.
Where a great many wells are put down in the same
neighborhood they are apt to interfere with each other,
and the general level of the underground water may be
drawn down to such an extent that the pumps may have
to be lowered and engines of greater power installed to
lift the water to the surface. Artesian wells often cease